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EXHIBIT F 
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Corner, Carrie C. 


From: 

Sent: 

To: 

Subject: 


Stansbury, Claire B <Claire.Stansbury@fda.hhs.gov> 
Thursday, June 27, 2019 5:37 AM 
Chambers, Caitlin A. 

RE: FDA FOIA Request 2018-10266 


EXTERNAL E-MAIL 

The only way is if it is a life and death situation. Most people don't meet the criteria. Requests are taken in 
turn. They can't be taken out of turn. When your request comes up in the que then they will start working on 
it. 

Claire Stansbury 

Government Information Specialist 

Office of the Executive Secretariat 
Division of Freedom of Information 
U.S. Food and Drug Administration 

Tel: 301-796-8979 
Claire.Stansbury@fda.hhs.gov 



U.S. FOOD & DRUi 


ADMINIITMTION 



From: Chambers, Caitlin A. <CAChambers@reedsmith.com> 

Sent: Wednesday, June 26, 2019 8:59 PM 

To: Stansbury, Claire B <Claire.Stansbury@fda.hhs.gov> 

Cc: Robinson, Frederick <FRobinson@reedsmith.com>; Reynolds, Lesley C. <LReynolds@reedsmith.com> 
Subject: RE: FDA FOIA Request 2018-10266 


Hi Claire, 


Thank you for the further information. Is there any way to expedite this? This request is for pending litigation that has a 
discovery deadline approaching in the next month, so if we are unable to get an answer soon, we will have to file suit. 

Appreciate any additional information you can provide. 

Regards, 

Caitlin 

Caitlin A. Chambers | Associate 

ReedSmittiLLP 
811 Main St. 

Suite 1700 
Houston, TX 77002 
+1 713 469 3644 (Office) 

+1 713 294 0785 (Cell) 

cachambers@reedsmith.com 
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From: Stansbury, Claire B < Claire.Stansburv@fda.hhs.gov > 

Sent: Tuesday, June 25, 2019 5:37 AM 

To: Chambers, Caitlin A. < CAChambers@reedsmith.com > 

Subject: RE: FDA FOIA Request 2018-10266 

EXTERNAL E-MAIL 

You have rec'd a partial response from one of our district offices stating No records response. You should have 
rec'd a response letter from them. They closed your request on 3/6/19. It is still pending in our Center for 
Medical Devices. It is in the complex que. Whoever it is assigned to could have 50 to 100 request a head of 
yours. They can't take your request out of turn. When your request comes up in they que they will start to 
work on it. If you need more information give me a call between 6:30 -3:00. 

Thanks 

Claire Stansbury 

Government Information Specialist 

Office of the Executive Secretariat 
Division of Freedom of Information 
U.S. Food and Drug Administration 

Tel: 301-796-8979 
Claire.Stansburv@fda.hhs.gov 



ULl FOOD 4 DRUO 

AByiMlflUllON 


From: Chambers, Caitlin A. < CAChambers@reedsmith.com > 

Sent: Thursday, June 20, 2019 5:12 PM 

To: Stansbury, Claire B < Claire.Stansburv@fda.hhs.gov > 

Cc: Reynolds, Lesley C. < LRevnolds@reedsmith.com >: Robinson, Frederick < FRobinson@reedsmith.com > 

Subject: RE: FDA FOIA Request 2018-10266 

Hi Claire, 

I just wanted to check in with you to determine the status of this request. Please let me know if I can provide you with 
any additional details or information. 

Thanks very much. 

Best, 

Caitlin 

Caitlin A. Chambers | Associate 

ReedSmittiLLP 
811 Main St. 

Suite 1700 
Houston, TX 77002 
+1 713 469 3644 (Office) 

+1 713 294 0785 (Cell) 
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From: Stansbury, Claire B < Claire.Stansburv@fda.hhs.gov > 
Sent: Monday, May 6, 2019 6:07 AM 
To: Chambers, Caitlin A. < CAChambers@reedsmith.com > 
Subject: RE: FDA FOIA Request 2018-10266 


EXTERNAL E-MAIl 


Your request is still pending in The Center for Medical Devices. 
Thanks 

Claire Stansbury 

Government Information Specialist 

Office of the Executive Secretariat 
Division of Freedom of Information 
U.S. Food and Drug Administration 

Tel: 301-796-8979 
Claire.Stansburv@fda.hhs.gov 



US. FOOD k DRUS 

4ByiHltl«4llON 


From: Chambers, Caitlin A. < CAChambers@reedsmith.com > 

Sent: Friday, May 03, 2019 1:23 PM 

To: Stansbury, Claire B < Claire.Stansbury@fda.hhs.gov >; Boston, Candace < Candace.Boston@fda.hhs.gov > 

Cc: Reynolds, Lesley C. < LRevnolds@reedsmith.com >; Robinson, Frederick < FRobinson@reedsmith.com > 

Subject: FDA FOIA Request 2018-10266 

Dear Claire and Candace, 

I write to you regarding FOIA Request No. 2018-10266 which was submitted by Rick Robinson (cc'd on this email) on 
December 20, 2018 with confirmation # FDA1849305. On March 6, 2019, Sandra Williams from the Los Angeles District 
of the Office of Regulatory Affairs of the Food and Drug Administration sent us the attached correspondence relating to 
this Request. In her correspondence, she indicated that the Request had been submitted to the FDA's Center for Devices 
and Radiological Health for further searches. 

Could you please let me know if there is any update regarding this Request or when you expect to be able to provide an 
update? 

Please let me know if you need additional information. 

Thank you for your assistance with this matter. 

Best, 

Caitlin 

Caitlin A. Chambers | Associate 

ReedSmithLLP 
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811 Main St. 

Suite 1700 
Houston, TX 77002 
+1 713 469 3644 (Office) 

+1 713 294 0785 (Cell) 
cachambers@reedsmith.com 


* * * 

This E-mail, along with any attachments, is considered confidential and may well be legally privileged. If you have 
received it in error, you are on notice of its status. Please notify us immediately by reply e-mail and then delete this 
message from your system. Please do not copy It or use it for any purposes, or disclose Its contents to any other 
person. Thank you for your cooperation. 

Disclaimer Version RS.US.201.407.01 
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